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TWENTY-SIXTH WORLD HEALTH ASSEMBLY 


INDEXED 


Geneva, Switzerland 


Monday, 7 May 1973 


1 
PROVISIONAL AGENDA 


PLENARY MEETINGS 


~ 
~ 


Opening of the session 





1.2 Appointment of the Committee on Credentials (Rule 23) 


i 
Election of the Committee on Nominations (Rule 24) 


pa 
wo 


Election of the President and the five Vice-Presidents (Rule 26) 


= 
» 


1.5 Election of the Chairman of Committee A (Rule 34) 


1 
A compilation of resolutions adopted by the Executive Board and the Health Assembly over 
the period 1948-1972 is published in the Handbook of Resolutions and Decisions, Vol. I. 


The Official Records of the World Health Organization referred to under individual items 
on the agenda are as follows: 


No. 201 Twenty-fifth World Health Assembly, Part I 

No, 203 Executive Board, fiftieth session 

No. 204 Proposed Programme and Budget Estimates, for 1974 

No. 205 Annual Report of the Director-General for 1972 

No. 206 Executive Board, fifty-first session, Part I: resolutions 

No. 207 Executive Board, fifty-first session, Part II: Report on the Proposed 
Programme and Budget Estimates for 1974 

No. 208 Financial Report, 1 January: - 31 December 1972, and Report of the External 
Auditor 


Reference is also made to relevant resolutions of the Health Assembly (WHA ) and the 
Executive Board (EB ). 


Additional information, where necessary, is or will be presented in documents bearing 
the symbol A26/ 


The Articles referred to are those of the Constitution of WHO, the rules are the Rules 
of Procedure of the World Health Assembly (Basic Documents, 23rd edition). 
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1.6 Election of the Chairman of Committee B (Rule 34) 
LiF Establishment of the General Committee (Rule 31) 


1.8 Method of work of the Health Assembly - Terms of reference of the main committees” 
Official Records No. 206, resolution EB51.R28 

1.9 Adoption of the agenda and allocation of items to the main committees (Rules 33 and 34) 
Document A26/1 

1.10 Twenty-fifth anniversary of the World Health Organization 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 573, 
resolutions WHA25.36 and EBS5O.R18 
Official Records No. 206, resolution EB51.R42 


1.11 Review and approval of the reports of the Executive Board at its fiftieth and fifty-first 
sessions (Article 18 (d)) 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 289 
resolution WHA20O. 2 

Official Records No. 203 

Official Records No. 206 

Official Records No. 207 


1.12 Review of the Annual Report of the Director—General on the work of WHO in 1972 
(Article 18 (d)) , 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 289, 
resolution WHA20.2 
Official Records No. 205 


1.13 Admission of new Members and Associate Members (Article 6) 
1.13.1 Application for membership by the German Democratic Republic 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 347, 
resolution WHA25.19 


1.14 Election of Members entitled to designate a person to serve on the Executive Board 
(Articles 18 (b), 24 and 25 and Rules 98-101 inclusive) 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 302, 
resolution WHA23.3 


If the Assembly accepts the Board’s recommendations in resolution EB51.R28 a revised 
allocation of items to the main committees will be immediately issued for consideration of the 
General Committee, in order to allow it to make its proposals to the Health Assembly under 
item 1.9 of the provisional agenda. 








1.18 


1.19 


1.15,1 


1,15.2 


Director-General 
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Appointment (Article 31 and Rules 106-109 inclusive) 


Official Records No. 206, 


Approval of contract (Rule 110) 


Official Records No. 206, 


Document A26/2 


resolution EB51.R15 


resolution EBS1.R14 


Award of the Léon Bernard Foundation Medal and Prize (reports of the Léon Bernard 
Foundation Committee) 


Documents A26/3 and A26/4 


Award of the Dr A. T. Shousha Foundation Medal and Prize (reports of the 
Dr A. T. Shousha Foundation Committee) 


Documents A26/5 and A26/6 


Approval of reports of main committees 


Closure of the Twenty-sixth World Health Assembly 


Election of Vice-Chairman and Rapporteur (Rule 36) 


COMMITTEE A 


Review and approval of the programme and budget estimates for 1974 (Article 18 (f)) 


Official Records No, 
Official Records No. 
Official Records No. 


204 
206 
207 


Consideration of the comments and recommendations of the representative of the 


Executive Board and of the Director-General 


Official Records No, 
Official Records No. 


204 
207 


Recommendation of the amount of the effective working budget and budget level for 
1974 and examination of the projection of the budget estimates for 1975 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 284, 
resolution WHA24.3, para. 3 


Official Records No. 
Official Records No, 
Official Records No. 


Detailed review of the operating programme 


Official Records No. 
Official Records No. 
Official Records No. 


204 


206, resolution EB51.R24 


207, Chapter I, 


204 


paras 1-19; Chapter II, paras 1-20 and 23 


206, resolution EB51.R17 


207, Chapter I, 


paras 24-272 and 278-292 
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2.3 Smallpox eradication 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, pp. 96-97, 
resolution WHA25.45, para. 8 
Document A26 /7 


2.4 Prophylactic and therapeutic substances 


2.4.1 Quality, safety and efficacy of drugs 
International information system on drugs 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 143, 
resolution WHA25,61, para. 3 
Official Records No, 206, resolution EB51.R10 


Document A26/8 


2.4.2 International standards and units for biological substances 





Official Records No, 206, resolution EB51,R13 
2.5 WHO's role in the development and coordination of biomedical research 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, pp. 28-29, 
resolution WHA25.60 

Official Records No. 206, resolution EB51.R12 

Document A26 /9 


2.6 Research on epidemiology and communications science 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 28, 
resolution WHA25.48 
Document A26/10 
2.7 Problems of the human environment 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 147, 


resolution WHA25,58, para. 3(c) 
Document A26/11 





2.8 Programme of international cooperation in cancer research 


Document A26/12 


COMMITTEE B 
3.1 Election of Vice-Chairman and Rapporteur (Rule 36) 
3.2 Revision of the text of the Appropriation Resolution for 1973 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, pp, 239-240 


resolution WHA25,46 
Official Records No. 206, resolution EBS1.R5 
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Supplementary budget estimates for 1973 

Official Records No. 206, resolution EB51.R7 and Annex 3 
Review of the programme and budget estimates for 1974 relating to: 
3.4.1 Organizational meetings 


Official Records No, 204, p. 65 
Official Records No. 207, Chapter I, paras 20-23 


3,4.2 Administrative services 


Official Records No. 204, pp. 585-599 
Official Records No, 207, Chapter I, paras 2738275 


3.4.3 Other purposes 


Official Records No. 204, p. 600 
Official Records No. 207, Chapter I, paras 276 and 277 


3.4.4 Text of the Appropriation Resolution for the financial year 1974 


Official Records No, 204, pp. 7-8 
Official Records No. 207, Chapter II, paras 2122 


Review of the financial position of the Organization 
3.5.1 Financial report on the accounts of WHO for 1972, report of the External 
Auditor, and comments thereon of the Ad Hoc Committee of the Executive 


- Board (Article 18 (f), Financial Regulations 11.5 and 12.4) 


Official Records No. 208 
Document A26/13 


3.5,2 Status of collection of annual contributions and of advances to the 
Working Capital Fund 


Official Records No, 206, resolutions EB51.R11 and EB51.R18 
Documents A26/14 and A26/15 


3.5.3 Members in arrears in the payment of their contributions to an extent which 
may invoke Article 7 of the Constitution (if any) 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, pp. 382-383, 
resolutions WHA8.13, para. 2, and WHA16.20, part II, paras 2 and 4 
Official Records No. 206, resolutions EB51.R19, EB51.R20, EB51.R21, 
EB51.R22 and EBS51.R23 - 


3.5.4 Report on casual income and status of the Assembly Suspense Account 


Document A26/16 


Scale of assessment 


3.6.1 


Working 


3.7.1 


Assessment of Pakistan 


Official Records No. 206, resolution EB51.R48 
Document A26/17 


Assessment for 1972 and 1973 of new Members 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, 
pp. 380-381, resolutions WHA25.9 and WHA25.51 
Document A26/31 
Scale of assessment for 1974 
Document A26/18 
Capital Fund 
Review of the Working Capital Fund 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 399, 
resolution WHA25.13, para. 4 


Official Records No. 206, resolution EB51.R30 and Annex 6 


Advances to meet unforeseen or extraordinary expenses as authorized by 
resolution WHA23.8 (if any) 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 398, 
resolution WHA23.8, para. C 2(1) 


Advances made for the provision of emergency Supplies to Member States as 


- authorized by resolution WHA23.8 (if any) 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 398, 
resolution WHA23.8, para. C 2(2) 


Feasibility of introducing a biennial programme and budget 


Official Records No. 201, resolution WHA25.24, para. 2 
and Annex 8 
Official Records No. 206, resolution EB51.R51 and Annex 14 


Proposed amendments to Articles 34 and 55 of the Constitution 


Official Records No. 201, resolution WHA25.24 and Annex 8 
Document A26/19 


3.10 Voluntary Fund for Health Promotion 


3.11 


Official Records No. 206, resolution EB51.R31 and Annex 7 


Revolving Fund for Teaching and Laboratory Equipment 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, pp. 404-405 
resolution WHA19.7 
Official Records No. 206, resolution EB51.R32 and Annex 8 


3.12 Organizational study by the Executive Board 


3.15 


3.16 


3.17 


3.12.1 Organizational study on "Methods of promoting the development of basic 


health services" 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 483, 


resolution WHA24.38 
Official Records No. 206, 
Document A26/20 


3.12.2 Future organizational study 


resolution EB51.R41 and Annex 11 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 476, 
resolution WHA9.30, para. 3 of preamble 


Official Records No. 206, 


resolutions EB51.R40 and EB51.R54 


Health assistance to refugees and displaced persons in the Middle East 
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Handbook of Resolutions and Decisions, Vol. I, 1948-1972, pp, 535-536, 
resolution WHA25.54, para. 4 (b) and (c) 


Document A26/21 


Amendments to the Financial Regulations 


Official Records No. 206, 
Document A26 /22 


Amendments to the Staff Rules 


Official Records No. 206, 


Appointment of the External Auditor 


Headquarters accommodation: 


resolution EB51.R33 


resolution EB51.R35 and Annex 9 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 429, 


resolution WHA25.16 
Document A26/23 


Official Records No. 201, 


future requirements 


resolution WHA25.37 and Annex 13 


Official Records No. 206, resolutions EB51.R38 and EB51.R39 and Annex 10 


Document A26 /24 


Real Estate Fund 


Seventeenth Report of the Committee on International Surveillance of Communicable 


Diseases 


Official Records No. 206, 


Document A26/25 


Document A26/26 


resolution EB51.R50 and Annex 13 


Coordination with the United Nations system 


Official Records No. 206, resolutions EB51.R44 and EBS1.R45 
Documents A26/27 and A26/28 


United Nations Joint Staff Pension Fund 

3.21.1 Annual Report of the United Nations Joint Staff Pension Board for 1971 
Document A26/29 

3.21.2 Appointment of representatives to the WHO Staff Pension Committee 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 453, 


resolution WHA23.22 
Document A26/30 
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(item proposed by the Government of the United States of America) 


WORLD HEALTH ORGANIZATION 
ORGANISATION MONDIALE DE LA SANTE 





TWENTY~-SIXTH WORLD HEALTH ASSEMBLY 


Geneva, Switzerland 


Monday, 7 May 1973 


AGENDA? 


PLENARY MEETINGS 


1.1 Opening of the session 


1.2 Appointment of the Committee on Credentials (Rule 23) 


1.3 Election of the Committee on Nominations (Rule 24) 


1.4 Election of the President and the five Vice-Presidents (Rule 26) 


1.5 Election of the Chairman of Committee A (Rule 34) 


A26/1 Rev.1 


9 May 1973 






- - IRA are: : 


1 
A compilation of resolutions adopted by the Executive Board and the Health Assembly over 
the period 1948-1972 is published in the Handbook of Resolutions and Decisions, Vol. I. 


The Official Records of the World Health Organization referred to under individual items 


on the agenda are as follows; 


Report on the Proposed 


No. 201 Twenty-fifth World Health Assembly, Part I 
No. 203 Executive Board, fiftieth session 
No. 204 Proposed Programme and Budget Estimates for 1974 
No. 205 Annual Report of the Director-General for 1972 
No. 206 Executive Board, fifty-first session, Part I: resolutions 
No. 207 Executive Board, fifty-first session, Part II: 
Programme and Budget Estimates for 1974 
No. 208 Financial Report, 1 January: + 31 December 1972, and Report of the External 


Auditor 


Reference is also made to relevant resolutions of the Health Assembly (WHA 


Executive Board (EB Ja 


) and the 


Additional information, where necessary, is or will be presented in documents bearing 


the symbol A26/ 


The Articles referred to are those of the Constitution of WHO, the rules are the Rules 


of Procedure of the World Health Assembly (Basic Documents, 23rd edition). 
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1.6 Election of the Chairman of Committee B (Rule 34) 
1.7 Establishment of the General Committee (Rule 31) 


1.8 Method of work of the Health Assembly ~ Terms of reference of the main committees? 
Official Records No. 206, resolution EB51.R28 

1.9 Adoption of the agenda and allocation of items to the main committees (Rules 33 and 34) 
Document A26/1 

1.10 Twenty-fifth T TE of the Worid Health Organization 


“Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 573, 
resolutions WHA25.36 and EB50.R18 
Official Records No. 206, resolution EB51.R42 


1.11 Review and approval of the reports of the Executive Board at its fiftieth and fifty-first 
sessions (Article 18 (d)) 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 289 
resolution WHA20. 2 

Official Records No. 203 

Official Records No. 206 

Official Records No. 207 


1.12 Review of the Annual Report of the Director-General on the work of WHO in 1972 
(Article 18 (d)) 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 289, 
resolution WHA20.2 
Official Records No. 205 


1.13 Admission of new Members and Associate Members (Article 6) 
1.13.1 Application for membership by the German Democratic Republic 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 347, 
resolution WHA25.19 


1.13.2 Application for membership by the Democratic People's Republic of Korea 


Documents A26/39 and A26/40 


1.14 Election of Members entitled to designate a person to serve on the Executive Board 
(Articles 18 (b), 24 and 25 and Rules 98-101 inclusive) 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 302, 
resolution WHA23.3 


If the Assembly accepts the Board's recommendations in resolution EB51.R28 a revised 
allocation of items to the main committees will be immediately issued for consideration of the 


General Committee, in order to allow it to make its proposals to the Health Assembly under 
item 1.9 of the provisional agenda. 


1.16 


1.18 


1.19 
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Director-General 
1.15.1 Appointment (Article 31 and Rules 106-109 inclusive) 

Official Records No. 206, resolution EB51.R15 
1.15.2 Approval of contract (Rule 110) | | 

Official Records No. 206, resolution EBS1.R14 
Award of the Léon Bernard Foundation Medal and Prize (reports of the Léon Bernard 

Foundation Committee) 
Documents A26/3 and A26/4 


Award of the Dr A. T. Shousha Foundation Medal and Prize (reports of the 
Dr A. T. Shousha Foundation Committee) 


Documents A26/5 and A26/6 
Approval of reports of main committees 


Closure of the Twenty-sixth World Health Assembly 


COMMITTEE A 
Election of Vice-Chairman and Rapporteur (Rule 36) 
Review and approval of the programme and budget estimates for 1974 (Article 18 (£)) 
Official Records No. 204 


Official Records No. 206 
Official Records No. 207 


Documents A26/WP/2 and A26/WP/4 


2.2.1 Consideration of the comments and recommendations of the representative of the 
Executive Board and of the Director-General ' 


Official Records No. 204 
Official Records No. 207 


2.2.2 Recommendation of the amount of the effective working budget and budget level for 


1974 and examination of the projection of the budget estimates for 1975 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 284, 
resolution WHA24.3, para. 3 l 

Official Records No. 204 

Official Records No. 206, resolution EB51.R24 


Official Records No. 207, Chapter I, paras 1-19; Chapter II, paras 1-20 and 23 


Document A26/33 
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2.2.3 Detailed review of the programme and budget estimates for 1974 


Official Records No, 204 
Official Records No. 206, resolution EB51.R17 
Official Records No. 207, Chapter I, paras 20-292 


2.2.4 Appropriation Resolution for the financial year 1974 


Official Records No. 204, pp. 7-8 
Official Records No, 207, Chapter II, paras 21-22 


2.3 Smallpox eradication 


Handbook of Resolutions and Decisions, Vol. I 
resolution WHA25.45, para. 8 
Document A26/7 


, 1948-1972, pp. 96-97, 





2.4 Prophylactic and therapeutic substances 


2.4.1 Quality, safety and efficacy of drugs 
International information system on drugs 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 143, 
resolution WHA25.61, para. 3 

Official Records No. 206, resolution EBS1.R10 

Document A26 /8 


2.4.2 International standards and units for biological substances 
Official Records No. 206, resolution EBS51,R13 
2.5 WHO's role in the development and coordination of biomedical research 
Handbook of Resolutions and Decisions, Vol, I, 1948-1972, pp. 28-29, 
resolution WHA25,60 


Official Records No. 206, resolution EBS51,R12 
Document A26 /9 





2.6 Research on epidemiology and communications science 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p., 28, 


resolution WHA25,48 
Document A26/10 


2.7 Problems of the human environment 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 147, 
resolution WHA25,58, para, 3(c) 
Document A26/11 


2.8 Programme of international cooperation in cancer research 


Documents A26/12 and A26/wP/3 
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COMMITTEE B 
3.1 Election of Vice-Chairman and Rapporteur (Rule 36) 
3.2 Revision of the text of the Appropriation Resolution for 1973 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, pp. 239-240 


resolution WHA25,46 
Official Records No. 206, resolution EB51.R5 


3.3 Supplementary budget estimates for 1973 


Official Records No. 206, resolution EB51.R7 and Annex 3 


Document A26/32 


3.4 /deletea/ 


3.5 Review of the financial position of the Organization 


3.5.1 Financial report on the accounts of WHO for 1972, report of the External 
Auditor, and comments thereon of the Ad Hoc Committee of the Executive 
Board (Article 18 (f), Financial Regulations 11.5 and 12.4) 


Official Records No. 208 
Document A26/13 


3.5.2 Status of collection of annual contributions and of advances to the 
Working Capital Fund 


Official Records No. 206, resolutions EB51.R11 and EB51.R18 
Documents A26/14 and A26/15 


3.5.3 Members in arrears in the payment of their contributions to an extent which 
may invoke Article 7 of the Constitution 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, pp. 382-383, 
resolutions WHA8.13, para. 2, and WHA16.20, part II, paras 2 and 4 


Official Records No. 206, resolutions EB51.R19, EBS51.R20, EB51.R21 and 


EB51.R22 
Document A26 /4 1 


3.5.4 Report on casual income and status of the Assembly Suspense Account 


Documents A26/16 and A26/16 Add.1 


3.6 Scale of assessment 
3.6.1 Assessment of Pakistan 


Official Records No. 206, resolution EB51.R48 
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3.6.2 Assessment for 1972 and 1973 of new Members 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, 
pp. 380-381, resolutions WHA25.9 and WHA25.51 
Documents A26/31 and A26/34 





3.6.3 Scale of assessment for 1974 
Document A26/18 
3.7 Working Capital Fund 
3.7.1 Review of the Working Capital Fund 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 399, 


resolution WHA25.13, para. 4 
Official Records No. 206, resolution EB51.R30 and Annex 6 





3.8 Feasibility of introducing a biennial programme and budget 
Official Records No. 201, resolution WHA25.24, para. 2 
and Annex 8 
Official Records No. 206, resolution EB51.R5l and Annex 14 


3.9 Proposed amendments to Articles 34 and 55 of the Constitution 


Official Records No. 201, resolution WHA25.24 and Annex 8 
Document A26/19 


3.10 Voluntary Fund for Health Promotion 
Official Records No. 206, resolution EB51.R31 and Annex 7 
3.11 Revolving Fund for Teaching and Laboratory Equipment 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, pp. 404-405 € 


resolution WHA19.7 
Official Records No. 206, resolution EB51.R32 and Annex 8 


3.12 Organizational study by the Executive Board 


3.12.1 Organizational study on "Methods of promoting the development of basic 
health services" 


Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 483, ' 
resolution WHA24. 38 

Official Records No. 206, resolution EB51.R41 and Annex 11 

Document A26 /20 r 


3.12.2 Future organizational study 
Handbook of Resolutions and Decisions, Vol. I, 1948=1972, p. 476, 


resolution WHA9.30, para. 3 of preamble 
Official Records No. 206, resolutions EB51.R40 and EB51.R54 
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3.13 Health assistance to refugees and displaced persons in the Middle East 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, pp. 535-536, 
resolution WHA25.54, para. 4 (b) and (c) 
Documen t A26/21 


3.14 Amendments to the Financial Regulations 


Official Records No. 206, resolution EB51.R33 
Document A26 /22 


3.15 [deleted/ 


3.16 Appointment of the External Auditor 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 429, 
resolution WHA25.16 
Document A26/23 

3,17 Headquarters accommodation: future requirements 
Official Records No. 201, resolution WHA25.37 and Annex 13 
Official Records No. 206, resolutions EB51.R38 and EB51.R39 and Annex 10 
Document A26/24 


3.18 Real Estate Fund 


Official Records No. 206, resolution EB51.R50 and Annex 13 
Document A26/25 


3.19 Seventeenth Report of the Committee on International Surveillance of Communicable 
Diseases 


Document A26 /26 
3.20 Coordination with the United Nations system 


Official Records No. 206, resolutions EB51.R44 and EB51.R45 
Documents A26/27, A26/27 Add.1, and A26/28 


3.21 United Nations Joint Staff Pension Fund 
3.21.1 Annual Report of the United Nations Joint Staff Pension Board for 1971 
Document A26/29 
3.21.2 Appointment of representatives to the WHO Staff Pension Committee 
Handbook of Resolutions and Decisions, Vol. I, 1948-1972, p. 453, 


resolution WHA23,22 
Document A26 /30 


Supplementary agenda item 1: Drug dependence 
Document A26/17 


